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ORIGIN FBO-01 

INFO OCT-01 ARA-10 ISO-00 A-01 /013 R 

DRAFTED BY A/FBO:JLSCHOONOVER:JAP 
APPROVED BY A/FBO:OCRALSTON 

053706 

R311634Z JUL 74 
FM SECSTATE WASHDC 
TO AMEMBASSY LIMA 

UNCLAS STATE 166320 

E.O. 11652:N/A 

SUBJECT:COOLING TOWER REPLACEMENT OB 01 136 
REE: (A) LIMA 3898, (B) DEPT. OM 5/29/74, (C) LIMA OM 7/9/74 

1 . DUE TO TIME FRAME IN WHICH AIR CONDITIONING SYSTEMS MUST 
BE MADE OPERABLE AND EXTENT OE REPAIRS REQUIRED TO EXISTING 
COOLING TOWER, DEPT. SUGGESTS A NEW COOLING TOWER BY PUR- 
CHASED BY POST. 

2. EXISTING TOWER TO BE REPLACED WITH PRODUCT OF SAME 
MANUFACTURER, BRINKS MANUFACTURING CO., 9201 WEST BELMONT 
AVE., ERANKLIN PARK, ILL. 60131. NEW TOWER TO BE AN F-175-A 
CENTRIFUGAL BLOWER COOLING TOWER WITH 15 H.P. MOTOR, 
HOT-DIPPED GALVANIZED CONSTRUCTION AND FLEXIBLE EAN CON- 
NECTIONS. ESTIMATED SHIP DATE 6 TO 10 WEEKS AFTER RECEIPT 

OF ORDER. 

2. POST AUTHORIZED DOES. 6,899 TO PURCHASE TOWER PLUS DOLS. 

990 FOR EXPORT CRATING AND SURFACE FREIGHT TOTALLING 
7,889 UNDER CODE 610 (SPECIAL M AND R). FUNDS MAY BE OBLI- 
GATED UNDER THE CONTINUING RESOLUTION BUT WILL BE INCLUDED 
IN THE ANNUAL ALLOTMENT WHICH WILL BE ISSUED IN THE 

NEAR FUTURE. 

3. POST REQUESTED TO OBTAIN BIDS EROM LOCAL CONTRACTORS EOR 
UNCLASSIFIED 

UNCLASSIFIED 
PAGE 02 STATE 166320 

INSTALLATION WORK WHICH MUST INCLUDE NEWSTEELBASEAS NEW 


Deciassified/Reieased US Department of State EO Systematic Review 30 JUN 2005 



Declassified/Released US Department of State EO Systematic Review 30 JUN 2005 

TOWER IS OF SMALLER SIZE, RIGGING, PIPING MODIFICATIONS, 

ELECTRICAL MODIFICATION IF NECESSARY BECAUSE OF LARGER 
MOTOR. ADVISE INSTALLATION COSTS. 

4. INFORMATION AND EQUIPMENT DRAW NGS WILL BE POUCHED 
TO POST. KISSINGER 


UNCLASSIFIED 
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